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1, A detailed report = on the undamared fuel duap lecated near the 
Dresden (\ 52/r 29) Aloert Harbor, fonseriy a "Siuell jain fuel Yerot,” 
was previously transmitte;. A sxeten of the instailation wes allacned 
to another resort, 


<, Tne cavacities of the individual fuel tanks (para @) are not ksown. 
fhe total storsic capacity of tris installation is estiaated to oe at 
least 50,000 cuble meters, 


3. Reliable inforstion on tae amount ov fuel now in storaze tiere (nara #) 
is lacking. Ine storage capacity of tne instartation is said to have 
been 75 percent utilized in early 1950, 


4. Tne daily, weekly or monthly consumption rate (para h) is sot kaown, Jbout 
«0 to 30 railroad taux ¢-rs reportedly arrive at the ins aluation, souph- - 
ly estinatecst..is anount may be considered \to be used daily, 
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